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Week in Review and Lookahead 
Friday, April 21, 2023 


Symphony Station utility work is set to begin on Monday, 
April 24, and will include moving gas lines, internet cables, 
electrical conduits, and other utilities located around 
the Huntington Avenue and Massachusetts Avenue 
intersection. The accessibility improvements project 
design is being finalized, and the informational posters 
from the March 16 Open House are available for review 


Utility Relocation Work k Beqire 
Monday, April 24, 2023 


¢ Lookahead | Utility relocation work is planned to begin Monday, April 24. Construction may require 
lane closures and traffic detours around the Huntington Ave and Massachusetts Ave intersection, 
however, Green Line service will not be impacted. Visit the Symphony Station Accessibilit 


Improvements project page to get the latest information 


*Schedule subject to change with weather conditions and in 
accordance with public health directives Page 1 of 7 
Project percentages represent the value of the installed work 
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